Illinois 19-416CMSBOSS4-B-3190 Approved Product List 22MAY.xls 


Icom America offers the State of Illinois a fixed price & discount rate is based on 
product group and subject to Icom America's current published retail. 
30% from published retail 
30% from published retail 
30% from published retail 
Net Pricing 


Retail Prices Prices offered herein are from April 2022 and are for reference purposes only. 


Product Name Model Number Unit Price Total Kit Price 


F5021 66 USA 
ignition Sense Cable OPC1939 


nstallation into Mainframe INSTALL-MF 


PROG-MF 
5021 66 USA 


wn 


ignition Sense Cable OPC1939 

nstallation into Mainframe INSTALL-MF 

DEALER FIELD INSTALL 
PROG-MF 

omprehensive Service Manual 94415499 


CSF3021/F5021/F5011 


OPC1122U 
F6021 57 USA 
OPC1939 
nstallation into Mainframe INSTALL-MF 
PROG-MF 


F6021 57 USA 


A 


wn 


OPC1939 

nstallation into Mainframe INSTALL-MF 

DEALER FIELD INSTALL 
PROG-MF 

omprehensive Service Manual 94415641 
CSF3021/F5021/F5011 
OPC1122U 

FQ9511HT 21 

oud Speaker SP30 

PROG-MF 

FQ9511HT 21 

oud Speaker SP30 

DEALER FIELD INSTALL 
PROG-MF 

omprehensive Service Manual 94415436 


CSF9010/F9510 


OPC1122U 

F6021 57 USA 

ICT CS120-20AG/IC04 
CONTROL STATION ASSEMBLE 
SM26 

PROG-MF 

F6021 57 USA 

ICT CS120-20AG/IC04 
CONTROL STATION ASSEMBLE 
SM26 

DEALER FIELD INSTALL 
PROG-MF 

omprehensive Service Manual 94415641 


$ 


High Band Mobile 
Programming of Mainframe 
High Band Mobile 

Dealer Field Installation 
Programming of Mainframe 
Programming Software 
Programming Cable 

UHF Mobile Underdash 
Programming Cable 
Programming of Mainframe 
UHF Mobile Underdash 
Programming Cable 
Dealer Field Installation 
Programming of Mainframe 
Programming Software 
Programming Cable 

High Band Mobile 100W 
Programming of Mainframe 
High Band Mobile 100W 
Dealer Field Installation 
Programming of Mainframe 
Programming Software 
Programming Cable 

UHF Mobile Underdash 
Power Supply 

Control Station (Factory Assembly) 
Desktop Microphone 
Programming of Mainframe 
UHF Mobile Underdash 
Power Supply 

Control Station (Factory Assembly) 
Desktop Microphone 
Dealer Field Installation 
Programming of Mainframe 
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Line No. Product Name Model Number Molt Rugs Fetal eriee 


CSF3021/F5021/F5011 


asia OPC1122U 


00054 


00056 


00089 


00099 


Programming of Mainframe PROG-MF 
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Product Name Model Number Unit Price Total Kit Price 
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Line No. Product Name tine Number Molt Pres 


00118 


Comprehensive Service Manual 97715027 


Programming Software CSF7510 
Programming Cable OPC2338 
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Total Kit Price 
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